THE  HISTORIC  FIRST  PRESBYTERIAN  CHURCH 
of  Columbus,  Georgia,  was  organized  in  1830.  5 
The  walls  of  the  present  building  date  back-- 
to  1862.    But  the  Sanctuary,  having  suffered  j 
a  disastrous  fire  in  1891,  was  rebuilt  and  re-  j 
dedicated  Feb.  5,  1893.  i    ~.y  - 
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